SAINT  THOMAS  HALL 

331  Kent  Road,  Charlottesville,  Va.  22903 
This  chrome  steel  statue,  sculpted  by  Father  Henry 
Mascotte  of  Fort  Wayne,  Indiana,  dominates  the 
approaches  to  Saint  Thomas  Hall.  The  massive  pro- 
portions reflect,  not  only  the  physical  size  of  Thomas 
Aquinas,  but  also  the  immense  influence  of  the 
thirteenth   century   Dominican   on   Catholic  thought. 
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